ANNUAL INDEX—1968 


Caries 


Dental Coating (An Abstract), 
January 

Yardeni, Jacob: The Compart- 
mental Concept of Dental 
Caries, March 


Chemotherapy in 
Dental Practice 


January 
Semisynthetic Penicillins: 
Part Two 

February 
The Streptomycins 

March 

Compound Topical Anesthet- 
ics 

April 
Topical Therapeutics with Cal- 
cium Compounds: Part One. . 


ay 

Topical Therapeutics with Cal- 

cium Compounds: Part Two... 
June 

Novobiocin Antibiotics 


Lincomycin and Methacy- 
cline Therapy 
August 


118 


Oxygen Therapy: Part One.... 355 


September 


Oxygen Therapy: Part Two.... 400 


October _ 
Polypeptide Antibiotics: Part 
One, Bacitracin 

November 
Polypeptide Antibiotics: Part 
Two, Tyrothricin 

December 
Polypeptide Antibiotics: Part 
Three, Polymyxin 


Clinical and 
Laboratory Suggestions 


January 
Kantz, William E.: Waxing Den- 
tures. Drozdiak, Walter M.: 
Cleaning Tubing. Wiedemann, 
Charles L.: Fabrication of Vis- 
ual Aids. Chew, George W.: 
Medicament Bottles. Dunn, 
Raymond H.: Short Shank 
Burs. DuBay, R. A.: Interproxi- 
mal Contacts for Stainless 
Steel Crowns 
February 
DuBay, R. A.: Tracing Medium. 
McCormack, John: Tissue Re- 
traction. Woodbury, Merrill: 
Pulp Testing. Jones, Larry M.: 
Acrylic Monomer Dispenser. 
Bell, Walter J.: Matrix for Char- 
coal Block. Goldstein, Irving 
Protection from Water 


March 
DuBay, R. A.: Fabrication of 
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Maxillary Casts. Bloomfeld, 
Harry: Cleaning Temporary 
Bridges. Weyer, Michael J.: 
Cementation of Temporary 
Acrylic Crowns. Kielich, Bruno 
B., Jr.: Disposing of Cold Ster- 
ilizing Solution. Tang, Lloyd 
W. C.: Adaptation of Stainless 
Steel Crowns. Apter, Marvin: 
Insertion of Class III Acrylic 
Restorations 
April 

DuBay, R. A.: Stabilizing Low- 
er Bite Blocks. Tang, Lloyd 
W. C.: Splint for Surgical Ele- 
vation. Rose, Harold P.: Disc 
Rack. Peloso, Albert: Carving 
Wax Patterns for Abutments. 
Herrick, C. R.: Storage of 
Small Brushes. Benedict, Jo- 
seph C.: Impression Tech- 


y 

Freeman, Dennis M.: Ultra- 
sonic Instrument Tip Identi- 
fication. Flanders, Stephen: 
Brush Holder. Ewing, Joseph: 
Paralleling Preparation. Genn, 
Albert D.: Cast Duplication. 
McKay, Richard L.: Temporary 
Crown Removal. Crandall, Har- 
old: Retention of Matrix Strips 

June 

Steffens, V. R.: Dispensing 
Medications. Dunn, R. H.: Box- 
ing Impressions. Rumack, D. 
R.: Denture Identification. 
Watson, R. J.: Rubber Dam 
Ligation. Oosthuysen, 0.: 
Gauge for Pin Preparation. 
Hamill, M. R.: Removal of Ce- 
= and Tooth Desensitiza- 
ion 


uly 
Axelband, A. A.: Temporary 
Veneer Aluminum Crowns. Du- 
Bay, R. A.: Additional Reten- 
tion for Acrylic Teeth. Reis- 
feld, Arnold: Storage of Single 
Radiographs. Crater, Dorothy: 
Ultrasonic Cleaner. Barnhill, 
J. A. Amalgam Receptacle. 
Raskin, P. D.: Bridge Cemen- 
tation 
August 
Kahl, Richard E.: Identifica- 
tion of Models. Chew, George 
W.: Temporary Bridge. De- 
Grasse, R. M.: Crown Cemen- 
tation. Maskal, R.: Pouring 
Models. DuBay, R. A.: Denture 
Repair. Postava, Carola: Stor- 
age of Impressions 
September 
Kahl, Richard E.: Removal of 
Impression Material. Wilmer, 
M. J.: Cleaning Glass Slabs 
and Instruments. Brown, C. 
Allan: Polishing Amalgam Res- 
torations. Greer, Gary F.: Ad- 
justing Dentures. Zach, G. A.: 


J 


Adapting Crowns and Inlays. 
Benedetto, Joseph A.: Clean- 
ing Plastic Syringe Tips... 

October 
Roberts, F. R.: Cleaning Fixed 
Bridges. Crandall, Harold: Fab- 
ricating Casts. Hochron, Leon- 
ard: Temporary Crown Remov- 
al. Kuerer, Berthold. Eliminat- 
ing Divalence Reactions. 
Nothinger, Nancy: Storage of 
Filling Materials. Flanders, 
Stephen: Bur Block for the 
Laboratory 

November 
Rosenzweig, Bruce: Ice Pack 
for Surgical Patients. Bluth, 
O. D.: Splint for Periodontal 
Pack. Merriman, L. A.: Main- 
taining a Dry Field. Waxman, 
H. N.: Application of Fluoride 
Pastes. McConnell, C. L.: Re- 
moving Amalgam Debris. Hei- 
mansohn, Henry: Hand Pro- 
tection for Polishing Oper- 
ations 

December 
Bosley, James E.: Denture Re- 
pairs. Gilbride, Carol A.: Pre- 
adaptation of Copper Bands. 
Karlsrud, G. M.: Repair of En- 
gine Belt. Wilen, Mark: X-Ray 
Identification. Mueller, Grant 
W.: Dispensing Acrylic Liquid. 
Merriman, L. A.: Individual 
Impressions 


Clinical Conference 
January 
From the Doorway to the Chair 
in Geriatric Dentistry 
February 
Differential X-ray Interpreta- 
tion 
March 
When Teeth Begin to Feel 
Loose 
April 
The Electric Pulp Vitality Test 


ay 

36 Dentures and No Relief .. 
June 

Brown Teeth 


uly 
ana Red Tongue of a Young 
ir 

August 

Quiz Questions 350 
September 

The Burning Tongue in Geri- 

atric Dentistry. A Case History 390 
October 

“What Can We Do For You?” . 436 
November 

The Mandibular Angle in Ad- 

vanced Age 472 
December 

Aging Changes in the Pulps of 

Sound Teeth 


51 
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Continuing Dental Education 


42 
138 
282 
328 
August .... 358 
September .................... 404 
449 
483 
527 


Crown and Bridge 


Freeman, Dennis M.: Stabiliza- 
tion for the Nonretentive 
Crown, August .............. 343 

Greene, Louis L., and Greene, 
Norman A.: Use of Compres- 
sible Dental Impression — 
with Elastomeric Materials, 
February 

Simmons, Allen H.: A Technique 
for Parallel Pin Retained Cast- 
292 

Waldman, Philip: Esthetic Tem- 
porary Crowns for Devitalized 
Teeth Using a Resin Post, No- 

Watson, Robert J.: The Direct 
Acrylic Jacket Crown, May ... 215 


Dentures — Full and Partial 


Cavadini, P. Eugene: Design for 
Partial Bridge to Replace Sev- 
eral Missing Anterior Teeth, a8 


to Metal Fixed Partial Den- 
150 
Haas, Martin A.: Cushion-Air 
Full Denture Technique, Janu- 
Haas, Martin A.: Gingival Tissue 
Conditioning and Hydroscopic 
Impressions, April .......... . 159 
Heimansohn, Henry C.: The Hei- 
mansohn Plane—A New Oc- 
clusal Lateral Plane, August 345 
Heimansohn, Henry C.: A Pros- 
thetic Donor System from 
Daughter to Mother, Decem- 511 


Dentures, August ........ 334 
Jones, Harold S.: Relining Diffi- 
cult Full Lower Dentures with 
a One-Visit Self-Curing Oper- 
ation, December ............ 
Kornfeld, Paul, and Perlmutter, 
Benjamin: A Simplified Tech- 
nique in the use of Self- 


524 


Polymerizing Acrylics for Re- 

lines and Repairs, June ..... 246 
McGrannahan, William W.: Im- 

plant Denture Following Man- 

dibular Resection: A Three 

Year Case Report, July ...... 304 
Ogesen, Robert B.: Construction 

of Free-End Saddle Partial 


Dentures, September ........ 381 
Staining Around Porcelain Teeth 
(An Abstract), July .......... 207 


Tucker, Kenneth M.: Prostho- 
dontic Treatment After Mul- 
tiple Surgical Procedure of 
the Lip, February ........... 71 

Tucker, Kenneth M.: The Adapt- 
ability of Patients, September 386 

Weiner, Melvin H.: A New Con- 
cept for Irritation-Free Im- 
mediate Treatment Dentures: 

Part One, January ........... 18 

Weiner, Melvin H.: A New Con- 
cept for Irritation-Free Im- 
mediate Treatment Dentures: 
Part Two, February .......... 58 

Weiner, Melvin H.: A New Con- 
cept for Irritation-Free Im- 
mediate Treatment Dentures: 
Part Three, March ........... 110 


The Editor’s View 

January 

Etiologic Factors in Facial 

February 

Problems in Organ Trans- 

March 

Medico-Legal Considerations 

in Transplantation .......... 128 
April 

New Developments in Cardi- 

May 

A Review of Surgical Prin- 

223 
June 

New Findings in Antibiotic 

July 

Diagnostic Interpretation of 

Arterial Blood Pressure ..... 309 
August 

The Donor-Recipient Question 354 
September 

Selection of Donors and Re- 

cipients in Transplantation .. 396 
October 


Management of Obesity ..... 439 
November 
Differences in Drugs ........ 478 
December 
Statistical Evaluation in Can- 
cer Research ................ 517 
Endodontics 


Baumhammers, Inese, and 
Baumhammers, A.: Intraradi- 
cular Splinting of a Tooth 
Weakened by Internal Resorp- 
347 


Cohen, Stephen: A Simplified 
Method for Bleaching Discol- 
ored Teeth, July ............. 301 

Fox, Robert Z. and Hardy, Gor- 
don L.: Endodontic Armamen- 
tarium for the General Practi- 


tioner, November ............ 462 
Greene, Harry G.: Endography, 
433 


Serene, T. P.: Intraosseous Giant 
Cell Reparative Granuloma of 
the Mandible, June .......... 255 


Medical Subjects 
Acute Otitis Media in Children 


(An Abstract), January ....... 17 
Air Pollution a Hazard in Traf- 

fic (An Abstract), July ....... 314 
Alcoholic Hepatitis (An Ab- 


Artificial Lung of Silicone May 
- a Possibility (An Abstract), 217 


cer (An Abstract), October ... 444 
Brain Waves in Smokers (An 
Abstract), July .............. 297 
Curtin, John W., et al.: 
and Tracheal Trauma (An Ab- 
stract), ADT 187 
Diethelm, A. G., et al.: Ulcerative 
Colitis in Elderly Patients (An 
Abstract), August ........... 349 
Disinfection of Medical Equip- 
ment (An Abstract), June .... 276 
Emphysema Clinic (An Abstract), 
Evaluation of Criteria for Chem- 
ical Diabetes (An Abstract), 
342 
Facial Paralysis in Hypertension 
(An Abstract), April .......... 185 
Glaucoma (An Abstract), Janu- 
10 
Howie, John G. R.: The Place of 
Appendicectomy in the Treat- 
ment of Young Adult Patients 
with Possible Appendicitis (An 
Abstract), December ........ 507 
Insulin Secretion in the Obese 
(An Abstract), March ........ 141 
Larato, Dominick C.: Skin Tu- 
mors of the Face, April ..... 156 
Lifetime Drug Prophylaxis for 
Rheumatics (An Abstract), 
322 
Lindhe, Jan, et al.: Influence of 
Hormonal Contraceptives on 
Gingiva of Women (An Ab- 
stract), September .......... 389 
Merz, Timothy, et al.: Unusual 
Chromosomes and Malignant 
Disease (An Abstract), July .. 325 
Method of Random Allocation in 
Clinical Patient Trials (An Ab- 
stract), January ............. 29 
Morrow, Dean H.: The Effect of 
Anesthetics on Ventricular 
Performance (An Abstract), 
March 
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pomee Berg, John W., et al.: Unique 
Association between Salivary 
4 Sars Gland Cancer and Breast Can- 
Cooperman, Harry N.: A Pro- 
eee grammed Dental Computer: 
Part One: Use in Complete 
ees Denture Construction, Janu- 
Cooperman, Harry N.: A Pro- 
grammed Dental Computer: 
Part Two: Use in Complete 
ee: Denture Construction, Febru- 
Weng Gottlieb, Arnold: Avoidance of 
ee Problems in Porcelain Fused 
\ 
calla 
Gee Jones, Harold S.: Problems and 
Solutions with Cast Partial 


New Health Professional — The 
Environtologist (An Abstract), 

Newman, Julius: Plastic Foreign 
Bodies in the Airway (An Ab- 
‘stract), April 

Prediabetics Diagnosed by New 
Biopsy Procedure (An Ab- 
stract), June 

Psoriasis and Allergies (An Ab- 
stract), February 

Red Wine and con Overload (An 
Abstract), July .............. 

Relation of Viruses to Respira- 
tory Disease of Children (An 
Abstract), June ............. 

Rights of Patients in Research 
(An Abstract), May .......... 

Ryan, G. Anthony: Traffic Acci- 
dents (An Abstract), June . 


Solomons, Gerald: Drug Therar y 
for Hyperactive Children (An 

Strieder, John W., et al.: The 
Surgery of Pulmonary Tuber- 
culosis (An Abstract), May ... 

Tune, G. S.: Sleep/Wakefulness 
Patterns in Adults (An Ab- 
sivact), Auguat 

Withdrawal of Tranquilizers (An 

Abstract), May .............. 


Medicine and the 
Biologic Sciences 


January 
Suppositories; Digitalis Toxic- 
ity; Diabetes—Skin Diseases; 
Cancer of the Colon; Bacterial 
Endocarditis; Malignant Mela- 
— Acute Leukemia—Infec- 


February 
Childhood Asthma; Seat Belts 
—Injury; Alcoholism and Moti- 
vation; Surgery for Cancer of 
the Stomach ..............: 
March 
Gastric Surgery—Complica- 
tions; Plantar Warts; Hair 
Problems; Gynecologic Sur- 
gery in the Elderly; Chronic 
IlIness-Treatable Factors; Cor- 
onary Heart Disease; Child- 
hood Fractures of Forearm; 
Deformed Toes—Surgery; Psor- 
iasis: Uniqueness ........... 
April 
Alcoholism; Physi- 
cian-Addicts; Vasectomy; Fail- 
ure to Thrive; Bedfast Patient; 
Hypoglycemia; Infectious 
Mononucleosis; Impetigo; 
Growth Stimulation; Radio- 
therapy—Cancer of Head and 
Neck; Mammography—Detect- 
May 
Ad justment to Diabetes; Open- 
Heart Surgery—Complications; 
Open Reduction of Fractures; 
Carcinoma of the Prostrate; 
Estrogen Replacement; Car- 
diovascular Function and Per- 
sonality Reactions; Strangu- 
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324 


214 


356 
209 


35 


84 


131 


177 


lated Hernia; Inhalant Allergy 229 July 


June Premature Infants — Surgery; 
Flat Feet—Children; Acute Hypervitaminosis A; Arrythmi- 
Peritonitis; Liver Disease — as-Myocardial Infarction; Div- 
Acute Cholecystitis; Eczema August 
in Children; Allergy — Cardiac Skin Cancer; Sarcoidosis of 
Maniiestations; Postural Back- Larynx; The Couvade maak” 
ache; Hypertension — Patho- 357 


1.000 


copies of YOUR TEETH AND YOUR LIFE 


RECEPTION ROOM USE 


Here is an opportunity of obtaining not only ethical but also ideal material 
for use in your patient-education program. One thousand copies of “Your 
Teeth and Your Life” could easily take care of all your requirements for the 
next several months. And the cost is only $40, representing a 20% discount 
off the regular price. 


There are ten two-color charts in “Your Teeth and Your Life” which tell 
in an easily understood manner the wisdom of periodic dental care and the 
danger of neglect. 


The pamphlet can be used in five different ways: (1) distribution to patients 

upon dismissal; (2) reception room reading; (3) monthly statement en- 

closure; (4) distribution during talks before Parent-Teacher groups; (5) 

— with patient-recall cards. It is wonderfully effective in any of 
ese uses. 


The coupon is for your convenience. Order your copies now for immediate delivery. 


Dental Digest, 911 Penn Ave., Pittsburgh, Pa. 15222 


o ond me of “Your Teeth and Your Life” immediately. I enclose 
or 1 my 
0 Please send me 100 copies of “Your Teeth and Your Life” for which I enclose $5. 
Or C bill my dealer. 
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September 
Obesity —Cardiac Perform- 
ance; Emotions—Allergic 
Child; Emergency Resuscita- 
tion; Drug-Induced IIIness; 
Mortality in Lung Cancer .... 

October 
Open Skin Grafting; Oral Mu- 
cosae —Color Changes from 

November 
Intestinal Polyps and Cancer; 
Anorexia Nervosa — Children; 
Epilepsy in Infancy; Biliary 
Tract Surgery; Barium En- 
ema—Accuracy ....... 

December 

Serous Otitis Media in Chil- 

dren; Accident-Prone Periods; 


Miscellaneous 


Announcement of Books Re- 

Breath Testing Program Reduces 
Road Deaths (An Abstract), 

Lange, James W., and Anthony, 
Michael: Migraine (An Ab- 
stract), February ........... 

O'Leary, Timothy J.: Oral Hy- 
giene Procedures in the Pres- 
ence of a “Tube-Type” Diet 
(An Abstract), April . 


Oral Pathology 


Epidermoid Carcinoma of the 
Oral Cavity: Report of Case, 

Exencephaly Induced by Ribo- 
flavin Deficiency and Dental 
Anomaly (An Abstract), Janu- 

Karpati, G., et al.: Radium and 
Radiogold Seeds in Tumors of 
Lips (An Abstract), May ...... 

Leek, F. Filce: Observations on 
the Dental ty Seen in 
Ancient Egyptian Skulls (An 
Absivach), April 

Mandible Growth Disturbance 
(An Abstract), February ...... 

Milobsky, Stanley A. Microgna- 
thia With Hypoplasia of the 
Roots of Mandibular Teeth 
Secondary to Facial Scarring: 
Report of a Case, December . . 

Multiple Primary Mixed Tumors 
of Salivary Gland (An Ab- 
| 

Research Progress in Treatment 
of Aphthous Stomatitis (An 
Abstract), July 


Tongue-Palate Contact in Per- 
sons with Palate Defects (An 
Abstract), April ............. 

Zampino, Anthony J., and Arm- 
brecht, Edward C.: Hyperos- 
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445 
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232 
505 


467 


73 


188 


54 


43 


220 


165 
57 
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161 


323 


176 


tosis of the Mandible: A Case Devitalization of Deciduous 


295 Teeth with Neo-Paraform 
Paste (An Abstract), Decem- 


506 


Oral Surgery 


Atterbury, Robert A., and Vazir- Periodontics 
ani, Sunder J.: Suture Mate- ‘ 
rial: An Important Accessory Amar, Herman: Ultra High Speed 
in the Art of Oral Surgery, Rotary Incision and Drainage 
258 of the Acute Periodontal Ab- 
Atterbury, Robert A., and Vazir- scess, March ........ 102 
ani, Sunder J.: Suture Remov- Baumhammers, A.: Periodontal 
al: An Important Accessory in Lesion from Improper Use of 
the Art of Oral Surgery, July . 298 Elastic Bands in Minor Tooth P 
Dunn, Raymond H.: Removal of Movement, June Seat enna 52 
Impacted Mandibular Third Gootjes, Dirk W.: Papillary Re- 
Molars by the General Dental placement, October ......... 429 
Practitioner, May ............ 210 Hazen, Stanley: Calculus: Defi- 
Facial Mold Aids Surgical Re- nition (An Abstract), March .. 136 
construction (An Abstract), Larato, Dominick, C.: Immediate 
61 Splint for Stabilization of Mo- 
Heimansohn, Henry: A New Sur- bile Teeth, January.......... 11 
gical Needle, April .......... 166 
Radiation Therapy Before Radi- é 
cal Neck Dissection (An Ab- Radiography 
lary Sinus October Rucker, Richard D.: An Adapter 
Soni, Narendar N., and Hayden, for the Panorex® X-ray Unit, 468 
ida L.: Heterotransplanted oo 
Tooth Germs in Animals (An 
Abstract), June .............. 288 
Vazirani, Sunder J.: Medial Dis- Restorative Dentistry 
located Condyle Fracture In- 
traoral Open Reduction with Spit fora Fractured 
Vazirani, Sunder J.: The General | | A. - ision Gold 
Emergencies, December 502 Stone Dies, May ............. 206 


Johnson, Dean F.: Anterior Tooth 
Fracture Repair Using Addent® 


Orthodontics 340 
, Lorencki, Stanley F.: A Ration- 
(An Abstract), February... 66 Cast 249 
Miller, Harvey: A New Look at McCormick, Eugene M.: Use of 
: Stainless Steel Pins in the 
an Old Appliance, September 374 Esthetic Repair of Fractured 
Anterior Teeth, May ....... , 218 
. Garfield, Robert: Simplification 
Pedodontics of Operative Dentistry, May .. 200 
Electric Toothbrush and Handi- Strohman, | Posterior 
capped Children (An Abstract), Restorations Using Addent® 
294 12 Dental Restorative, March 105 
Hallett, G. E.: Additional Claim Tissue Reactions of the Paro- 
for the Electric Tooth brush dontium and Pulp in Auto- 
(An Abstract), January ....... 294 transplantation of Teeth in 
Kamen, Saul: Dental Manage- Dogs (An Abstract), November 494 


ment of the Mentally Retard- 
ed Child (An Abstract), Febru- 


= 93 What’s New 
itamura, Harukiho: Biostatis 
ermanen ee n - 
432 September 406 
cants for the Apprehensive 
Child (An Abstract), June .... 254 November 486 
Sekine, Nagasige, et al.: Pulp December ...........cecccecee 528 
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